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Mint of the United States at Philadelphia, Pa., 
Coiner’s Department, 
May 28, 1889 


Hon. D.M. Fox — 
Superintendent. 


Sir. 

I respectfully recommend the suspension of Miss B.D. Stokes from duty until further 
notice for refusing to remain and leaving without permission. As her services were needed to 
assist in accomplishing the work made necessary by orders from you. 

Respectfully Yours, 


NSS. Steel 
Coiner 
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